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FIRST AID STATION 


Speakman SAFE-T-ZONE® Decontamination 
Stations—shower and eye wash—speed in- 
stant first aid for every emergency from a 
fire, explosion or sprayed chemicals to a 
speck of dust in an employee’s eye. 


A deluge of water from the shower floods 
the victim from head to toe with clear cleans- 
ing water. Gentle aerated water from the 
eye wash floats away contaminants—flows 
smoothly and intimately across and around 
the irregular contours of the eyes. 





The Combination is finished in a 
high-visibility yellow, and the 
corrosion-resistant stainless steel 

eye wash is easily activated both 

by hand and foot. Personnel run 
fewer risks with Speakman SAFE-T- 
ZONE® Stations. Always ready to 
eliminate or minimize injury. Self- 
cleaning and maintenance-free. Many 
standard models or custom-made to 
your requirements. Frostproof models 


available. 
Speakman 
Safe-T-Zone® 
Combination SE-610 
FREE CATALOG 


Our colorful new 32-page catalog 
S-125 includes 125 illustrations of 
SAFE-T-ZONE equipment for both 
indoor and outdoor first aid. Most 
complete catalog to date, it tells 
you how to test safety equipment, 
shows new laboratory safety 
items, expanded lines and new 
models. The catalog is yours for 

the asking. Just use the coupon. 








SPEAKMAN® COMPANY 


Safety Equipment Div., Wilmington, Delaware 19899 
IN CANADA: CUTHBERT-SPEAKMAN 


(_ ) Please send me your new SAFE-T-ZONE Equipment Catalog S-125. 
NAME 





COMPANY 
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After 105 years 
of making signs, 
we just made one 
for ourselves 


AT OUR NEW ADDRESS 
1550 W. 60th Ave., Arvada, Colo. 80002 


The completion of Stonehouse Signs’ new, modern plant and office facilities 
brings a new standard in quality and service to buyers of accident prevention 
signs. For one thing, we will be able to keep in stock over 50,000 signs in 2,000 
different wordings for immediate shipment. Usually the same day your order is 
received. For another, even custom-printed signs to your specifications can 
now be produced in far less time than ever before. Yet with all this progress, 
one thing remains the same (as it has for 105 years). When you order Stone- 
house Signs, you can be sure they’re of the highest quality workmanship and 
materials and comply fully with American Standard Specifications. Write today 
for our free, full-color, 64-page catalog. Stonehouse Signs, Inc., 5550 W. 60th 
Avenue, Arvada, Colorado 80002. 
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Safety: An Explosive Strike Issue Feb. 59 /.X\ e+ @= Pete ¥ 
Profile: A New Kind of Safety Specialist Mar. 45 
A New Approach to Small Plant Safety Mar. 48 
BFG Objective: Total Environment Control Mar. 52 Access Card Control / with 
Utility Slashes Frequency Rate Mar. 58 
Preview of Spring Shows Apr. 37 
Armco’s Master Plan for Foot Protection Apr. 61 
The Hard Core Enters the Work Force May 31 
Insurance Carriers Aid Small New York Plants May 39 
Risk Control: The Wave of the Future May 483 : : 
An Award-Winning Formula for Total Protection June 53 | - Ill now offers Total Security Systems . . . 
Loss Prevention Strategy for a Small-Plant for door surveillance, fire and smoke reporting, 


Network June 56 automatic parking lots, fuel dispensing, etc. 
Needed Now: A Reappraisal of Spring 


Safety Shows Sept. 33 
The Case for Consensus Oct. 61 
Closing Walsh-Healey’s Loopholes Oct. 63 
TRW’s Committee Network Coming Through Loud 

and Clear Nov. 34 
Safety — Our Newest Export Nov. 49 
An Expert Talks About EDP—What It Is, 

How You Can Use It Dec. 33 
How Safety/Security Directors Use EDP Dec. 


Programmed Entry Record Tabulation 


from Industrial Instrumentations Incorporated 


Techniques of Safety Management — (Series) 
I. Setting Your Goals July 
II. Getting Across to the Worker Aug. 
III. The Safety Manager as a Public Figure Sept. 
IV. Your Role in Total Environment Control Nov. 
V. The Diplomacy of Safety Management Dec. 


INl’s ACC/PERT Security System at Monsanto showing 
the Card Reader, the Control Unit and the Printer 


Total Environment 

Noise Levels Nosedive 

lt 84 Lege od ee — III designed and installed the door security system 
Chicago’s War on Pollution for Monsanto Company’s World Headquarters in St. 

Risk Control: The Wave of the Future Louis, the parking-by-card admission system for a 

Noise Control: Is Industry Willing to Pay 10,000 car employee lot at New York’s Kennedy 
the Price? International Airport and has installed door security 

Hearing Loss Statutes in the United Staes systems for a large number of the U.S. General Ser- 


and Canada vices Administration supervised buildings. 
Threshold Limit Values—Noise 


How Seven Plants Curb Dust and Fumes 3 Building complexes, wi th many doors, separated by 
Product Liability: What Can You Do About It? miles are being supervised and controlled. All inter- 
Total Environment Control: Uncle Sam’s Role rogated data is sent via economical Class 4 phone 
lines to the Security Control Center. 

IIl’s card reader systems are extremely flexible and 
are operating successfully for such application uses 
as automatic Diesel fuel truck filling, cigarettes- by- 
the-carton dispensing, automatic parking lots, etc. 





PLANT 
docrorR 
Ill’s rugged plastic laminated cards are il 
unique in that they contain non-magnetic - 
and concealed coding material. The “ 
card is offered in two levels of securi- 
ty. The high level security card 
contains coding that cannot 
be copied by utilizing 
X-ray equipment or even 
disassembly of the card. 


Specifications, literature and prices available from: 
Industrial Instrumentations, 
Incorporated 


14 Prospect Street 
Marblehead, Massachusetts 01945 


"Perhaps this accounts for the high temperatures and pulse rates, 
eh Miss Fuzzie?" 
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